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8 MODULE ARTWORK 



The Modules section of this service 
manual is the compilation of artwork and 
circuit board layouts for the module 
found within the Model amplifier. For 
schematic diagrams see section 6 and for 
chassis parts drawings along with parts 
lists see section 7. 

Note: A blank space in the right column of 
the following parts list means the 
component is the same as on the module 
listed immediately to the left! 
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